4 E-1 Box, advan 


plas See 8A 


Cua Wye (, Ny pit? Coe 
| MASS Cpls 
JOUN AWILSON, Civil Bngmeer. 
ee oe, Giiicifer bias GAL avenves Ber, 1808_ 








a 





Hon, Daniel M.Fox 
_. Supt.United States Mint,,Philada. 
Dear Sir: 

The additions and alterations at the United States 
Mint in Philadelphia provided for under Act of Congress,are as follows 
Removal of the steam power plant to the North West corner of the Mint 
property,locating the boiler house outside of the walls of the main 
building;new walls ,underpinning, girders ,brick work,new boilers and 
engines,steam pipes and shafting. 

Our charges for professional services as Engineers & Architects 
in connection with the above work,including all drawings and specifi- 
eations,also supervision of the work during eonstruction will be five 
per cent on the cost of the work. Three blue print copies of all 


drawings and one eopy of specifications for each class of work will 





be furnished. 


Should the contracts for the work be awarded to parties outside 






of Philada.,making it necessary \for us to vis shops at a distance 


to inspect engines,boilers,machinery ete. during construction we will 





charge actual increased expense of such inspection 
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NARA RG104, Entry 1, Box 143 


[Abstract:] Specify character of additions & alterations provided for under Act. of Congress... 


Wilson Brothers & Co. 

Civil Engineers and Architects, 
Philadelphia, Pa. 

December 6, 1886 


Hon. Daniel M. Fox 
Supt. United States Mint, Philada. 


Dear Sir: 


The additions and alterations at the United States Mint in Philadelphia provided for under 
Act of Congress, are as follows Removal of the steam power plant to the North West corner of 
the Mint property, locating the boiler house outside of the walls of the main building; new walls, 
underpinning, girders, brick work, new boilers and engines, steam pipes and shafting. 


Our charges for professional services as Engineers & Architects in connection with the 
above work, including all drawings and specifications, also supervision of the work during 
construction will be five per cent on the cost of the work. Three blue print copies of all drawings 
and one copy of specifications for each class of work will be furnished. 


Should the contracts for the work be awarded to parties outside of Philada., making it 
necessary for us to visit shops at a distance to inspect engines, boilers, machinery etc. during 
construction, we will charge actual increased expense of such inspection in addition to the five 
per cent. 


If you desire the specification to be printed and need additional copies of the drawings for 
use of bidder etc. we will charge actual cost for same, rating blue prints at fifty cents per sheet. 


Respectfully, 
Wilson Bros. & Co. 


